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December 1, 1963 


STATEMENT OF JERRI D. SLOCUM: 


I was on duty in the Jail Of fi.ce when Oswald was shot . 

I did not see the shooting because -my view was blocked 
by officers and camera men. ; ' 

1 do not know Ruby, but I saw him after the shooting. 

I do not recall having seen this man around the City 
Hall before. ! 


